‘Albrecht. 


Kommunikationstechnik aus Norddeutschland 


Declaration of Conformity 


CE 0499 © 


We hereby declare that the product 


CB Radio 
(with 40 Channels FM according to CEPT-PR 27 and ERC recommendations) 


AE 2380 FM 


satisfies all the technical regulations applicable to the product within the scope of Council 
Directives and European Standards: 


73/23/EEC, 89/336/EEC and 99/5/EC: 
ETS 300 135 (EN 300 135-2), ETS 300 680-1 (EN 301 489-01, EN 301 489-13), 
EN 60950 
Notified body involved: SEE Luxembourg 0499 
All essential radio test suites have been carried out. 


This radio can be used in (licence requested in Italy and for residents of B, CH, E, GB): 
free without licence in A, B, CH, D, DK, E, F, FIN ,FL, GB, GR, I, IS, IRL, L, MC, N, NL, P, S. 


Manufacturer: 


Albrecht Electronic GmbH 
Dovenkamp 11 
22952 Lutjensee 
GERMANY 


This declaration is issued under the sole responsibility of the manufacturer. 
Place and date of issue: 


Lutjensee, 31.10.2003 


Dipl.-Phys. Wolfgang Schnorrenberg 
Albrecht Electronic GmbH 


